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Fir. 117.    E.P.s. Portable
Accumulator.

Pig. 118.   Crawley Automatic Accumu-
lator Switch (Nalder Bros. & Thompson).

Fig. U9.   Bisgmm of connections of Crawley automatic accumulator switch.